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BILL NO. R-78-11- 


<£~0- 7<P 


RESOLUTION no. r. 


A RESOLUTION correcting Scrivener's 
Errors in General Ordinance No. G-27-78, 
Establishing Rates and Charges for use 
and Services of City of Fort Wayne Water¬ 
works System. 


WHEREAS, scrivener's errors occurred in General Ordinance No. 
G-27-78, Section (1), Paragraph (C) and (D); and 

WHEREAS, it is necessary to have the correct figures made a part 
of said Ordinance and to be approved by the Common Council; 

NOW THEREFORE, BE IT RESOLVED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, INDIANA- 

SECTION 1. That the following correct figures are hereby approved 
by the Common Council and made a part of General Ordinance G-27-78 approved 
by the Common Council on the26th day of Sept., 1978, and that the Clerk 
of the City of port Wayne be authorized and directed to insert the following 
correct figures in Paragraph (C) insert $151.20 instead of $151.49 and in 
Paragraph (D) insert $151.20 instead of $151,49; $16.80 instead of $27.51; 
$37,80 instead of $62.88; $67.20 instead of $112.66; $151.20 instead of 
$255.45; $268,80 instead of $453.26; $420.00 instead of $707.40; $604.80 
instead of $1020.49; and $1075.20 instead of $1813.04. 

SECTION 2. That this Resolution shall be effective upon passage 
and approval by the Mayor. 










Read the first time in full and an motion by 


, seconded by 


Committee on 


, and duly adopted, read the second time by title and referred to the 
_ (and the City Plan Commission for 


recommendation) and Public Hearing to be held after due legal notice, at the Council Chambers, 

City-County Building, Fort Wayne, Indiana, on ■ _. the _day 

D f , 19 at_ o 'clock_M. ,E .S .T. 


DATE: 


CITY CLERK 


seconded by 


Read the third time in full and on motion by 

cJ. 




and duly adopted, placed on its passage. 


PASSED (LOSS’) by the following vote: 

AYES - NAYS 

2 O 


ABSTAINED 


ABSENT TO-WIT: 


TOTAL VOTES 

BURNS 

HINGA 

HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT. V. 

STIER 

TALARICO 

DATE: 




/ 




zzi 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(ZONIN G MAP -)—( GENERAL) - (ANNEX ATION) (SPECIAL) (APPROPRIATION) ORDINANCE 

(RESOLUTION) No. 


CITY CLERK 


on the _ / d ay of A , 1$ 

ATTEST: (SEAL) 




PRESIDINGOFFICER 


day of 


OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the /S 

19.2? at the hour of o 'clock /j~. M . 


.E.S.T. 


Approved and signed by me this 
at the hour of o'clock 


/s-tA day of _ _. i9£ 
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BILL NO. R-78-11-48 


RESOLUTION NO. R-50-78 


A RESOLUTION correcting Scrivener's 
Errors in General Ordinance No. G-27-78, 
Establishing Rates and Charges for use 
and Services of City of Fort Wayne Water¬ 
works System. 


WHEREAS, scrivener's errors occurred in General Ordi¬ 
nance No. G-27-78, Section (1), Paragraph (C) and (D); and 

WHEREAS, it is necessary to have the correct figures 
made a part of said Ordinance and to be approved by the Common 
Council; 

NOW THEREFORE, BE IT RESOLVED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That the following correct figures are 
hereby approved by the Common Council and made a part of General 
Ordinance G-27-78 approved by the Common Council on the 26th day 
of Sept., 1978, and that the Clerk of the City of Fort Wayne be 
authorized and directed to insert the following correct figures 
in Paragraph (C) insert $151.20 instead of $151.49 and in 
Paragraph (D) insert $151.20 instead of $151.49; $16.80 instead 
of $27.51; $37.80 instead of $62.88; $67.20 instead of $112.66; 
$151.20 instead of $255.45; $258.80 instead of $453.26; $420.00 
instead of $707.40; $604.80 instead of $1020.49; and $1075.20 
instead of $1813.04. 

SECTION 2. That this Resolution shall be effective 
upon passage and approval by th< 
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RESOLUTION NO. R- 


■S'# - 7<P 


A RESOLUTION correcting Scrivener's 
Errors in General Ordinance Mo. G-27-78, 
Establishing Rates and Charges for use 
and Services- of City of Fort Wayne Water¬ 
works Sysla:!. 


WHEREAS, scrivener's errors 'occurred in Genera! Ordinance No. 
G-27-.78, Section (1), Paragraph (C) and (0); and 

WHEREAS is" necessary to have the correct figures made a part y 
of said Ordinance and to he approved by -the Common ' 

,f NOW THEREFORE, EE tT RESOLVED BY .THE .COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, INDIANA* . 

SECTION 1, That th,,e foilowTng.: : e-prrect figures are, hereby approved, 
by the ipipon-Council and made: a part of General f|rdi nan-op S-27-78 approved 
by the Common Council on the26th day of sfpt,1973, and that the Clerk 
■' of the Ci ty of, fort .Wayne be author! zed and directed to i'nsert the, fpl 1 pyirf : 
correct figures- 4n Paragraph (C) insert. $151,20 instead of $loTf4#. and in 
■ Paragraph (D) insert 0151,20'instead-'if $151.40; $16,80 insftad of 527.51; 
$37,80 instead of $62.88; 067,20 instead of $142.66; $151,20 instead of 
$255,45; instead of $453,26; $420.00 instead of $707.40; $604.80 

instead of $1020,49; and $1075.20 instead of $1813.04. - 

SECTION 2. That this Resolution shall be effective upon passage 
- and approval by the Mayor. 
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